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SUBJECT: CCTV MONITORS FOR PHNOM PENH 

VIENTIANE FOR RSO FROM RSO 
HONG KONG FOR OIC/RTC 
SECSTATE FOR A/SY/T 

REFERENCE: HONG KONG 1555 

1. (FOR A/SY/T) REFERENCE STATES THAT TWO, SIX INCH CCTV MONITORS 
FOR PHNOM PENH, WERE SENT TO VIENTIANE BY MISTAKE. 

2. (FOR VIENTIANE) PLS HOLD MONITORS UNTIL ADVISED TO SHIP VIA 
POUCH. 
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